"1.     Definitions  of  Minor  Rule Violations.     These  are
violations  which   in  themselves,   are  not  reason   for   dis-
charge.     However,   repetitive  violation  of   these  rules
will  result   in  progressively  more  severe  discipline   and
may  end  in  discharge.     The   following  is   illustrative   of
minor  violations:   a)  Tardiness  or  absenteeism   (page   27,
T.E.   C2)."

The  Employee  Handbook   is but  a   "guide"   to  Respondent's
policy   (I-T.   51,   III-T.   38,   40,   49,   99).

Summary of  Complainant's  Absences

February 6, 1983. Reason: Sick. This absence occurred while
Complainant was a temporary and eight days before be became a
permanent employee.

April  15,   1983.     Reason:   Sick-Flu.

April  20,   1983.     Reason:   Fixing broken windows.

April  23,   1983.     Reason:   Sick.

April  24,   1983.     Reason:   Sick.

May .7,   1983.     Reason:   Complainant's  father-in-law died.

June  2,   1983.     Reason:   Flu.

June  25,   1983.    Reason:   To  repair windows.

.November  17 ,   1983 .     Reason :   Sick .

November  18,   1983.     Reason':   Still   sick.

All   10  of  these  absences  were   "excused"  absences   (I-T,   7-8).
Complainant,   however,   was  absent on  January 1,   1984 as  a  result
of  a   "Driving  Under  the   Influence"   incarceration;   this-absence
was  not  excused   (III-T.   49)   and was   a  "major"   rule  violation
(III-T.   75,   76,   10.0).     In   his  testimony   (III-T.   107),  Complainant
conceded the existence of   alcohol  and marital problems   and  such,
as  hereinafter  noted,  were  of  some  concern  to Respondent's
management who  took various  actions   to assist Complainant  there-
with.    The record demonstrates that  the alcohol  problem at  least
extended up to the  time  of   his discharge.

Complainant's Absence on  January 1,   1984.

Complainant was  arrested by the  Elko County  Sheriff's
Department  for DUI   (Driving Under  the  Influence)   at approximately
12:30  a.m.   on  January  1,   1984,   and  booked at 1:05  a.m.   for  DUI
(Ex.   C-4).

1115ded to be repaired (I-T. 91-92,
